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PART III 
Stores Purchase 


Animal Husbandry Department 

[No. 6 /2012 -13 ] 
No. 183/2013. 

13th February 2013. 
Sealed competitive tenders are invited from the 
manufacturers/ suppliers for the purchase of Consumables 
for Aflatoxin Analysis in feed using VICAM Fluoro meter 
for the use of Avian Disease Diagnostic Laboratory , 
Thiruvalla for the year 2012 -13. 


Details of the items can be had along with the tender 
form . Tenders should reach the office of the undersigned 
on or before the date and time specified below . Intending 
tenderers can collect the tender remitting the cost of 
tender from the Avian Disease Diagnostic Laboratory , 
Thiruvalla during office hours or may send the exact 
amount towards the cost of tender form along with 
amount for postal charges by Money Order for supply of 
tender forms. Cheques , Postage Stamps , Postal Orders , 
Demand Drafts etc . will not be accepted as the cost of 
tender form nor the form will be sent by Value Payable 
Post. Late tenders will not be considered under any 
circumstances . Tenders should be superscribed as 
Tender No . 6 / 2012 - 13 Purchase of Consumables for 
Aflatoxin Analysis in feed for the year 2012 - 13 . 


Earnest Money Deposit — 1 % of the quoted amount. 
Cost of tender form : 

Original — " 400 + 5 % VAT. 

Duplicate — 200 + 5 % VAT. 

Closing date and time of sale of tender forms 
13 -3 - 2013 at 4 p. m . 

Closing date and time of receipt of tenders 
16 - 3- 2013 at 4 p. m . 

Date and time of opening of the tender 
18 - 3 - 2013 at 11 a. m . 

The date upto which the rates are be firm 
31 -3- 2013 . 

Designation and address of the Officer from whom 
the tender forms are to be obtained and to 
whom the tenders are to be submitted - Deputy 
Director, Avian Disease Diagnostic Laboratory, 
Manjadi P. O ., Thiruvalla -689 105 , Tel. No. 0469 2700413, 
Email : addlkerala @ gmail.com 


All Kerala Government Orders and laws applicable to 
tenders are applicable to this tender also . Further details if 
any can be had from this office on all working days during 
office hours. 


2. Tenderers should submit a crossed demand draft 
- for 1 % of the quoted amount drawn in favour of 
Deputy Director, Avian Disease Diagnostic 
Laboratory , Thiruvalla along with the tender as 

Earnest Money Deposit . 
3. Rate quoted should be in Indian currency. 


- തിരുവല്ല പക്ഷിരോഗ നിർണ്ണയശാലയിൽ ലബോറട്ടറി ഉപ 
യോ ഗ ത്തി ലേ ക്കായി താഴെ പ റ യുന്ന വസ്തു ക്കൾ 
ഉപകരണങ്ങൾ വിതരണം ചെയ്യുവാൻ താൽപ്പര്യമുള്ള നിർമ്മാണ 
സ്ഥാപനങ്ങൾ അംഗീകൃത വിതരണക്കാർ എന്നിവരിൽ നിന്നും 
മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

നിരതദ്രവ്യം ആകെ തുകയുടെ 1 %. 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

ഒറിജിനൽ - 400 + 5 % വാറ്റ്. 
- ഡ്യൂപ്ലിക്കേറ്റ് - 200 + 5 % വാറ്റ്. 
ദർഘാസ് ഫോറം നൽകുന്ന അവസാന തീയതിയും 
സമയവും 13 - 3- 2013, 4 മണി. 

ദർഘാസ് സ്വീക രിക്കുന്ന അവസാന തീയതിയും 
സമയവും 16 - 3 - 2013, 4 മണി. 

ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 18 - 3- 2013, 
11 മണി. 


- ദർഘാസ് നിര ക്കു കൾ ബാധ കമാക്കുന്ന തീയതി 
31 - 3 - 2013 വരെ. 


4. Ex go down rate and free on rail dispatch at 

stations offered by firms are not acceptable and 

such tenders will be rejected . 
5. The firm who are not original manufacturers 

should produce the authorization certificate by the 

manufacturer. 
6 . Original catalogue/ brochures and technical write 

ups of the quoted items should be provided along 
with the tender. Tenderers should submit a primary 
agreement in the Kerala Stamp Paper worth 100 
along with the tender. In the absence of such 

agreement, tender will be rejected . 
7. The manufacturer should have ISO certification or 

other valid accreditation . 
8. Supply of the items should be affected within 15 

days on receipt of supply order. No extension of 

time will be allowed . 
9 . The Earnest Money Deposit furnished by the firms 

as demand draft will be released after satisfactory 
completion of contracts and the tenderers should 

collect the same from this office . 
10. Payments will be made within 15 days from the 

date of acceptance of the item by the Deputy 
Director, Avian Disease Diagnostic Laboratory, 
Thiruvalla after satisfactory supply of the 

item ( s). 
11. Original tender form duly signed by authorised 

signatory. 

The item should be delivered at Avian Disease 
Diagnostic Laboratory , Thiruvalla . The rates should be 
destination freight prepaid in full inclusive of all taxes and 
duties prevailing at the ruling rate . 


ദർഘാസ് ഫോറം നൽകുകയും സ്വീകരിക്കുകയും ചെയ്യുന്ന 
ഓഫീ സ റുടെ മേൽ വി ലാ സം - ഡെപ്യൂട്ടി ഡയറക്ടർ 
പക്ഷിരോഗ നിർണ്ണ യ ശാ ല , മഞ്ഞാടി പി . ഒ ., 
തിരു വ ല്ല - പിൻ - 68 9 105. ഫോൺ- 0469 - 27 00413, 
Email.addlkerala @ gmail.com 


താഴെപ്പറയുന്ന വസ്തുക്കൾ/ ഉപകരണങ്ങൾഎന്നിവയുടെ 
എല്ലാ വിവരങ്ങളും ദർഘാസ് ഫോറത്തിനൊപ്പം ലഭ്യമാണ്. 

കേ രള സർക്കാർ ദർ ഘാ സു കൾക്ക് ബാധ ക മാ കുന്ന 
എല്ലാ നിയ മ ങ്ങളും ഈ ദർഘാ സിനും ബാധ ക മാ ണ് . 
കൂടുതൽ വിവരങ്ങൾക്ക് പ്രവർത്തി ദിവസങ്ങളിൽ ഈ ആഫീ 
സിൽ നിന്നും നേരിട്ട് അറി യാ വു ന്ന താ ണ് . ഈ 
ദർഘാസിന്റെ കാലാവധി പരസ്യപ്പെടുത്തിയ തീയതി മുതൽ 3 
മാസത്തേക്കായിരിക്കുന്നതാണ്. 


LIST OF ITEMS 


S 


Name of items 


Quantity 


| No. - 


Mycotoxin / Fluorometer 
calibration standards 


Office of the Deputy Director, 

Avian Disease Diagnostic Laboratory, 
- Manjadi P. 0 ., Thiruvalla . 


( Sd.) 
Deputy Director. 


2 


Aflatest P columns 
Aflatest Developer 
Microfiber Filters 


1 Set 
50 Nos.X 3 
50 ml x 1 
100 Nos. x 1 


- 5 


Fluted Filter Paper 


100 Nos. X 3 


SPECIAL TERMS AND CONDITIONS 
1. The offer should be for supply from ready stock 

in original packing of the manufacturer and the 
tenderers should give the name of the 
manufacturer of the item . 


